ROBERT R. JOHNSON, INC. 
1254 MARKET STREET 
SAN FRANCISCO, CALIF. 94102 
(415) 861-5942 


Dear Stan: 


Returning the items you sent 
me on approval. The minimum grade I 


can use on all CC material is VF. I 


still need an 1884cc 5.00 if you run 


into one. 


Regards, 


